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DETAIL B 
SCALE 8:1 
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NOTES: 
1) MATERIAL: 6061-T6 ALUMINUM PER ASTM B211 OR ASTM B221 
2) HEAT TREAT: N/A 
3) FINISH: BLACK ANODIZE PER MIL-A-8625 TYPE II CLASS 2 
4) TOLERANCES: X.X = +/- 0.1'' / +/- 1 


X.XX = +/- 0.01'' / +/- 0.5 
X.XXX = +/- 0.005'' / +/- 0.1 
X.XXXX = +/- 0.0005'' / +/- 0.05 
PARALLELISM, ECCENTRICITY AND SYMMETRY ABOUT ALL CENTER LINES = +/-0.005'' 
5) UNITS: INCHES UNLESS OTHERWISE NOTED 
6) BREAK SHARP EDGES: 0.005 TO 0.010 
7) IDENTIFICATION: LASER ENGRAVE "SWA3-300" AS SHOWN 
8) PART IS SYMMETRIC ABOUT CENTERLINES 
9) ALL NON-DIMENSIONED FEATURES MUST MAINTAIN A TOLERANCE OF +/- 0.005'' PER CAD FILE SWA3-300_REV_D.STEP 


REV. 
DESCRIPTION 
ECN # 
BY 


D 


DIMENSION WAS .820 IS 0.985. DIMENSION WAS 2X .225 IS 0.390 2 PL. 
DIMENSION WAS .57 IS 0.56. DIMENSION WAS .004 IS 0.004-0.009. 
ADDED R0.08 DIMENSION. CL ADDED 
REASON CAR20-373 
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